AMENDMENT NO. 1 APRIL 2016 
TO 
IS 10434 (PART 2) : 1996 GUIDELINES FOR INSTALLATION, MAINTENANCE 
AND OBSERVATION OF DEFORMATION MEASURING DEVICES IN 
CONCRETE AND MASONRY DAMS 


PART 2 VIBRATING WIRE TYPE JOINTMETER 


(Second cover page, Foreword, para 5, line 1) — Substitute ‘IS 10434 (Part 1) : 2003 ‘Installation, 
maintenance and observation of deformation measuring devices in concrete and masonry dams — Guidelines: 
Part 1 Resistance type joint meters (first revision)’ for IS 10434 (Part 1) : 1982 ‘Guidelines for installation, 


maintenance and observation of deformation measuring devices in concrete and masonry dams : Part 1 
Resistance type joint meters’. 


(Page 1, Fig. 1) — Substitute the following figure for the existing: 
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